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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 SAN SA 00641 142220Z 
53 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 MED-03 EB-07 /032W 

042478 

R 142206Z FEB 75 

FM AMEMBASSY SAN SALVADOR 
TO SECSTATE WASHDC 7425 
INFO USDOC WASHDC 

UNCLAS SAN SALVADOR 0641 

EO 11652: N/A 

TAGS: ETRD EIND BTIO ES 

SUBJ: RECALL OF MEDICAL DEVICE - DEFIBRILLATOR 
REF: STATE 18785 

1. ONE OF THE 2 CONSIGNEES, DR. CIRO VELASQUEZ MOJICA. 

DIRECTOR OF "HOSPITAL BENJAMIN BLOOM" HAS INFORMED US THAT 
THEIR UNIT HAS NOT YET BEEN MODIFIED AND THAT IT WILL NOT 

BE USED UNTIL THE ARRIVAL OF THE REPRESENTATIVE OF ELECTRONICS 
FOR MEDICINE, INC. 

2. MARIO JEREZ TOBAR, CHIEF, SUPPLIES DEPARTMENT OF GOES'S 
MINISTRY OF PUBLIC HEALTH INFORMED US THAT HE IS UNABLE TO 
IDENTIFY WHICH GOVERNMENT DEPARTMENT OR OFFICIAL IS THE 
OTHER CONSIGNEE, SINCE CONSIGNMENT "GOBIERNO DE EL SALVADOR" 
COVERS ALL GOVERNMENT HOSPITALS. CLINICS AND HEALTH UNITS. 

TO LOCATE THIS SECOND UNIT HE NEEDS CONSIGNEE’S NAME, 
DEPARTMENT AND/OR PURCHASE/CONTRACT NUMBER. 

CAMPBELL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, DATA, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANSA00641 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750056-0100 
From: SAN SALVADOR 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750241 /aaaabkqd. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 18785 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAY 2003 by RuthemTJ>; APPROVED <13 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF MEDICAL DEVICE - DEFIBRILLATOR 
TAGS: ETRD, EIND, BTIO, ES, (JEREZ TOBAR, MARIO) 

To: STATE 
Type: TE 
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